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Indian Standard 

SPECIFICATIOJ4 FOR 
WELDING COUPLING ASSEMBLY FOR 
OIL-HYDRAULICiS¥STEMS 
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1. Scope — Specifies dimensions- and other requirements for welding coupling assemblies used 
in oil-hydraulic systems. 

2. Dimensions — Shall be as given in Table 1. 



TABLE 1 DIMENSIONS FOR WELDING COUPLING ASSEMBLY 

All dimensions in millimetres. 



WADING COUPLING BODY 



COUPLING NUT 




Series 



Light 



Outside Dla 
of Tube d, 



6 

8 

10 



12 
18 
18 



22 
28 



Heavy 
H 



35 
42 



6 

8 

10 



12 
14 
16 



29 
31 
33 



33 
37 
40 



45 
47 



54 
58 



34 
36 



41 
45 
45 



14'0 
160 
18*0 



180 
220 
23-5 



28*5 
305 



325 
35*0 



19 
210 
22'5 



20 
25 



30 
38 



51 
56 



62 



24'5 
270 
26*5 



29-5 
32-0 



35*5 
380 



•Dimensions 22 is approximate In tightened condition. 
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10 
12 
14 



16 
19 
22 



27 
32 



40 
46 



11 
13 
15 



17 
19 
21 



26 
31 



36 
44 
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IS : 10978 - 1984 

3. Assembly Details — A welding coupling assembly consists of ferrule conforming to IS : 8802-1978 
'Specification for ferrules for oil-hydraulic couplings', coupling nut (conforming to IS : 8803-1978 
'Specification for coupling nuts for oil-hydraulic couplings'), and welding coupling body conforming to 
Indian Standard specification for welding coupling body' ( under preparation ). 

4. General Requirements — For details not covered in this standard reference shall be made to 
IS: 8805(Part 1 )-1978 'General requirements for ferrule type couplings used in oil-hydraulic systems: 
Part 1 General'. 

5. Designation — A welding coupling assembly of light series f L' for outside diameter of tube 6 mm 
and conforming to this standard shall be designated as: 

Welding Coupling L6 IS : 10978 

6. Marking — Shall be marked with the series, the outside diameter of the tube and manufacturer's 
name or trade-mark. 

6.1 ISI Certification Marking — Details available with the Indian Standards Institution. 



EXPLANATORY NOTE 

In the preparation of this standard, assistance has been derived from DIN 2353-1966 'Non- 
soldered taper bush type pipe unions, complete unions and survey' issued by the Deutsches Institute ftir 
Normung ( DIN ). 
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